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OFFICIAL PROCEEDINGS OF 


THE BOARD OF CANVASSERS 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 





Proceedings Dec. 4, 1951 





Lansing, Michigan 
City Comptroller’s Office 
8:00 o’Clock P.M. 


ROLL CALL 


Present—Trustees Burnett, Coull, Kowal- 
ski, Lynch, Webb—5. 

Absent—Trustees Crego, Drolett, Russell, 
Seelye-—4. 


Present—R. E. Sanderson, Secretary. 


REPORT OF ELECTION INSPECTORS 
Primary Election, December 4, 1951 


We hereby certify that the following is 
a complete statement of votes cast at the 
Primary Election held December 4, 1951, 
for the nomination of candidates for office 
of Fireman Member Trustee. 











Votes 
Name Received 

Phillip Alber _.. a AY 
William H. Arn — & 
Carl Barratt __. 2 
Howard Berg 1 
John Blair... = 2 
Raymond Brethauer 25 
Donald Burnett - _ 66 
Joseph Burtraw 20 
John Carlson - 3 
Virgil Childs 1 
Clifton Clevenger - 2 


John Coffey ___ —_ — 15 
Jack Cushman E 
Lawrence Deason 
Donald DeCair _- 
Peter Decker — 
Thomas Decker — 
Robert Evans _. 
Robert Fillion — 
Joseph P. Finch __. 





Albert Foster 
Arthur Foster 
Walter Goodz - 
William Grew .. 
Kenneth Harmon 
George Hunman - 
Max Howard ..... 
Marchus Keenoy . 
Richard Keyes 
Ernest Kopietz 
Leon Leathermon . 
Harold Lynch _— 
Earl Miller, Jr. - 
Robert Moore, Jr. 
Irving Noyce _ 
Jack O’Brien - 
Leon Orler : 
Robert Pangborn 
Carl Payne 
Lyle Phillips a 
George Scarlett ——— ~——.—..--. 
Robert Simmons 2 
Dick Smalley 2 ean inlined ERE 
Lawrence Smith -_.. senate aot 
Wilbur Stedman 
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TOTAL VOTES CAST .___ 


JOHN E. COFFEY, 
MAX HOWARD, 
Election Inspectors. 


It was moved and supported that Ray. 
mond Brethauer and Donald Burnett, sam: 
being the two members receiving the high 
est number of votes cast at the Primar 
Election held December 4, 1951, that the: 
be certified as the nominees for the offic 
of Fireman Member Trustee for the ter 
ending December 31, 1956, at the electio: 
to be held December 18, 1951. 


Carried. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 
THE BOARD OF CANVASSERS 


POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 





Proceedings Dec. 18, 1951 





Lansing, Michigan 
City Comptroller’s Office 
8:00 o’Clock P.M. 


ROLL CALL 
Present—Trustees Burnett, Coull, Crego, 
Lynch, Webb—5. 
Absent—Trustees Drolett, Kowalski, Rus- 
sell, Seelye—4. 


Present—R. E. Sanderson, Secretary. 


REPORT OF ELECTION INSPECTORS 
Regular Election December 18, 1951 


Election Inspectors John E. Coffey and 


Max Howard submitted their report on 
the results of. the election held December 
18, 1951, which showed that the total 
number of votes cast for Fireman Member 
Trustee was 36, of which 24 were cast for 
Donald Burnett and 12 for Raymond 
Brethauer. 


The highest number of votes having been 
received by Donald Burnett, it was moved 
and supported that Donald Burnett be 
declared elected as Fireman Member Trus- 
tee for the five year term beginning Janu- 
ary 1, 1952, and ending December 31, 1956. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 





